*&---------------------------------------------------------------------*
*& Report  ZDEMO_NORMAL_ALV
*&
*&---------------------------------------------------------------------*
REPORT  ZDEMO_FM_ALV_MANUAL_FIELDCAT.
TYPE-POOLS SLIS.
TYPES : BEGIN OF  TY_EKKO,
          EBELN TYPE EBELN,
          LIFNR TYPE LIFNR,
        END   OF TY_EKKO.
DATA : IT_EKKO     TYPE TABLE OF TY_EKKO,
       IT_FIELDCAT TYPE SLIS_T_FIELDCAT_ALV,
       WA_FIELDCAT TYPE LINE OF SLIS_T_FIELDCAT_ALV.


*Prepare FieldCatalog
 CLEAR WA_FIELDCAT.
       WA_FIELDCAT-FIELDNAME = 'EBELN'.
       WA_FIELDCAT-KEY       = 'X'.
       WA_FIELDCAT-SELTEXT_M = 'Purchase Order'.
       wa_fieldcat-col_pos = 1.
APPEND WA_FIELDCAT TO IT_FIELDCAT.

 CLEAR WA_FIELDCAT.
       WA_FIELDCAT-FIELDNAME = 'LIFNR'.
       WA_FIELDCAT-KEY       = 'X'.
       WA_FIELDCAT-SELTEXT_M = 'Vendor No'.
       wa_fieldcat-col_pos   = 2.
*       wa_fieldcat-emphasize = 'C100'.
APPEND WA_FIELDCAT TO IT_FIELDCAT.
*EBELN

SELECT EBELN LIFNR  INTO TABLE IT_EKKO FROM EKKO UP TO 30 ROWS where lifnr <> space.

CALL FUNCTION 'REUSE_ALV_GRID_DISPLAY'
 EXPORTING
   I_STRUCTURE_NAME                  = 'EKKO'       "Automatic FieldCat
*IT_FIELDCAT                       = IT_FIELDCAT "Via Semi Automatic/Manual
  TABLES
    t_outtab                          = IT_EKKO.

*Note : All the Interface Parameters in the FM ALV,
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